First  Methodist  Church,  Scottsbluft,  Neb. 


OC93-N 


The    first    service    in    this    air-conditioned  „ 

church  was  held  on  January  4,  1948.  Built  at  u! 

a  total  cost  of  $250,000,  it  boasts^-€f~b«nutiful  £ 

sanctuary  with  a  seating  capacity  of  600,  a  ^ 

lovely  chapel  and  large  fellowship  hall  which  2 
seats  400.  />- 
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